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SECRET 

PAGE 01 GENEVA 02639 291043Z 
17 

ACTION SS-30 

INFO OCT-01 ISO-OO SSO-OO CCO-OO /031 W 

096955 

O 291027Z APR 74 

FM USMISSION GENEVA 

TO SECSTATE WASHDC IMMEDIATE 5418 

SECRET GENEVA 2639 

EXDIS 

FOR ENDERS AND BUFFUM FROM SECRETARY 
SECTO 18 
E.O. 11651: GDS 

TAGS: OVIP (KISSINGER, HENRY A.) 

SUB J : GENERAL ASSEMBLY SPECIAL SESSION: SPECIAL 
MEASURES 

REF: STATE 86843 (TOSEC 59 AND STATE 86844 (TOSEC 6) 

1. YOU ARE AUTHORIZED TO PROCEED IN RESHAPING GA 
RESOLUTION AS INDICATED IN TOSECS 05 AND 06, BUT ONLY 
AFTER GETTING TREASURY APPROVAL OF OUR PROPOSED COURSE 
OF ACTION. 

2. 1 KNOW YOU HAVE DONE SO, BUT BE SURE TREASURY 
UNDERSTANDS THIS EXERCISE IS DESIGNED TO PUT US IN A 
POSITION WHERE OUR BILATERAL CONTRIBUTIONS, 
PARTICULARLY IN KIND, CAN BE CONSIDERED AS PART OF 
UN ACTION PROGRAM AND DESIGNED TO MAKE FUND ONE 
COMPONENT OF THAT OVERALL ACTION PROGRAM. ALSO THIS 
DOES NOT INVOLVE ANY NEW US FUNDING REQUEST. 

3. 1 WOULD LIKE TO REVIEW SCALI STATEMENT IN 
EXPLANATION OF OUR POSITION OF GA RESOLUTION, 

AS ALTERED. OUR STATEMENT SHOULD MAKE CLEAR OUR 
INTENTION TO CONTRIBUTE SUBSTANTIALLY TO OVERALL 
SECRET 

SECRET 

PAGE 02 GENEVA 02639 291043Z 

ACTION PROGRAM, LEAVING OPEN BUT NOT ENCOURAGING 
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NOTION WE MAY MAKE MONEY CONTRIBUTION IF CONTRI 
BUTIONS OF OTHERS WARRANT IT. KISSINGER 



SECRET 



NNN 
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